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PE/TROP/CYC/PROP 2.5-1 -1-0.5% OPH SPRAY 


✓ 


0 


Flavor: 

Description: J 

Quantity made: 1200 ML 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGM am -MA_Q_ 1Z Q2 Ph. 800-994-6322 

i-i) 


Batch yield: 1,200.000 
Qty remaining: 1,200.000 


a 

7 


Date made: 10/7/2011 / 

Lot number: 10072011 @89 

Beyond use date: December 6, 201 1 3:08 PM 

60 days after compounding date 

Pharmacist: GC 

Technician: NIQJXS-^ARSHALL 

NDC1>^ S\ ^ 

Packaging: LONG ARM PI IMP SPBAyER 
Equipmi 


Labeling: PROTECT FRO |/LIGHT 
Stability information: 

Chemicals 


2 PROPARACAINE HCL POWDER 


Lot #: G43640V 

Balance: 




Pricing ci 
Estimated p 
Ingredient c 
Device < 
Time i 
Pi, 


Ipctv' 


10-M-n A07 : 3 1 OUT 


-fold Chrfs rtVod 


Sch. Quantity used QS ( Balance j Actual cost & cjgte 


i PE/TROP/CYCLOP (PFUSTOCK) 25-1-1% SOLUTION L 
Lot #: 0907201 1 @50 v' \ / Mfg: STORE 

Volume; Potency: 

Balance: v # ' 


1200 ML A3 

Exp. date: 12/6/2011 * 


Whlsr: STORE 


$0.00 


09/07/201 1 


QS amount: 


NDC: 


Mfg: PCCA 

Volume: 


L 6 GM 

Exp. dat c r- 2/ 1 - /201 

Potency: QS amounty ^ jJ 

NDC: 



Each ML contains 1 ML or 100% 

ChemlnvID; 6563 


$6.00 


01/20/2009 


Whlsr: PROFESSIONAL COMPOUN 

Each ML contains 0.005 GM or 0.5% 
ChemlnvID: 0 


3 BENZALKONIUM CHLORIDE (STOCK) 1 % SOLUTION L 
^ Lot #: 0720201 1 @58 A Mfg: STORE 

. Volume: Potency: 

Balance Q C tl&2DftGSO ' 


“12 ML 



$0.00 


06/15/2011 


HYDROCHLORIC ACID 10% SOLUTION 
Lot#:* Mfg: NECC 


Balance: 


Volume 


Potency: 


4.8 DROP 
Exp. date; 12/30/2020 

QS amount: 

NDC: 


(Added all GM & GMS: 6.00) 


Log Instructions & Notes 


Each ML contains 0.01 ML or 1 % 

r2homlnuin^_K1A/l 

NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

FRAMINGHAM, MA 01702 800-994-6322 

PE/TROP/CYC/PROP 2.5-1 -1-0.5% OPH SF 

Lot # 1 00720 1 1 @89 Discard after 1 2/6/2011 

GC 

PROTECT FROM LIGHT 


Originally made as: 1200 PE/TROP/CYC/PROP 2.5-1 -1-0.5% OPH SPRAY 
Calculated lot number: 1007201 1 @89 Beyond use date: 12/6/201 1 
FORMULA INSTRUCTIONS: , 

THIS FORMULATION IS A STERILE FORMULA TJOA/ AN D MUST BE MADE BY A PHARMACIST/TECHNICIAN 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 

NOTE: FOR CARO LI NAS MEDICAL CTR-UNION PHARMACY DEPT-M ON ROE, NC 

FACILITY ORDER 100+ X10ML FILL IN 1 OZ. LONG ARM SPRAYERS WITH ZEBRA LABELS 
NEED TO GAS STERILIZE THE PLASTIC BOTTLES (TO AVOID RINSING EVERY BOTTLE [ 


Fjt {M0 ’if 


FACILITY NAME 


Arolinas YQerilca/ CTR 

Ai m/. 


SPRAYER SIZE/TYPE: 

QUANTITY: 


Date entered: 10/7/2011 3:07:56 PM 
Checked by: 




Jhthajmic Spray: 
_ ienylephrlne 2.5«/i 

Trop njdiume i % — 
Cyclopentolate iq/ 0 
Proparacaine 0.5% 


New Englind Compound in g Center 

6S7 Wavarly Street F rami no mm N 


10 mL 


= o 

Protect From Light = § 
Rx Only 

Exp: 12/06/2011 
Lot#: 10072011 @89 


ast modified: 10/7/2011 3:10:07 PM by: GC, (Pharmacist) 

tit til 



FOIA Confidential 


NECC USMA0001 34609 




